Sept. 16 1945 
gl Crawford St, 
Newark 2 Ned, 


To The Newspapers 
of Newark Nad, 
Sports Editor 


Dear Sir: 


There is a story in one of the papers today, 
under the heading "Eagles Beet East Orange", in which 
the following statement appears, 

“after The fragles had batted in the top 
of the ninth frame, a light rain began to 
fall and the Newark olubd refused to con- 
tinue play in spite of the fact that the 
wipires wished to continue," 


We value the reputation of the ballclub very 
highly, and feel that a statement of this kind may 
give a very wrong impression of what happened, To be- 
gin with the rain was not light, but very heavy, and 
The Eagles menager asked the umpire to hold the game 
up until the rain subsided a little, This the umpire 
refused to do. It is a well known fact that ground 


conditions at mast Orange are not good, end just a 
little rain makes it almost impossible to play, Howe 
ever, The Eagles were scheduled to return to Kast Orange 
the next Saturday, end if conditions had made it imposs- 
ible to finish the game yesterday, it could heve been 
finished before the game on the £2nd, 


If the umpire had held the game up just a Little 
while waiting for the rain to subside even a little, the 
misunderstanding would never have occured, 


When The Eagles refused to take the field in 
the pouring rein, The mast Orange management ordered 
ts Teer Peidvess, and cancelled the gane for next week, 


In fairness to the ballelub, I am sure you will 
feel this side of the story should be given to the fans, 


Very Truly Yours 


Ffo /aniern y 
y > J us mgr, 
Ne AE Fagles Paseba Club 


